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PART III 

Stores Purchase 


Medical Education Department 

TENDER NOTICES 

( 1 ) 

No. C8/16961/2013/MCT. 24th October 2013. 

Sealed competitive tenders in the prescribed 
perfoma are invited for the purchase of Defibrillator with 
Cardiac Monitor (1 No.) required for the Professor & Head 
Obstetrics & Gynaecology Department of SAT Hospital, 
Thiruvananthapuram. Tender should be superscribed. 
Tender Number and addressed to the Principal, 
Government Medical College, Thiruvananthapuram, 
Pin-695 011. Details can be had from this office of 
working hours till 3.30 p. m. 

Tender No.— 200/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 525. 

Duplicate—? 315. 










Last date and time for sale of tender form — 

27- 11-2013, 3. p. m. 

Last date and time for receipt of tender form— 

28- 11-2013, 2.30 p.m. 

Opening date and time of tender—28-11-2013, 

3 p. m. 

Tender forms will be sent through post if required 
provided due amount with sufficient Postage Charges 
(? 50) is sent by way of Money Order in favour of the 
Principal, Government Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 OIL Money Order should reach this 
office on or before 15-11-2013. No other forms of 
remittance will be accepted. 
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Technical Specifications 

1. Biphasic, AED with voice prompt, Compact and 
light weight. 

2. Energy Selection 2J to 200J in steps. 

3. Momentary energy selection access on front 
panel. 


4. Should have adult and paediatric paddles 
integrated on same handle. 

5. Momentary charge key on front panel and on 
the apex hand. 

6. Monitor should display selected and delivered 
energy. 

7. Should have disarm facility. 

8. Energy should be delivered within 30ms after the 
detected R wave in synchronization mode. 

9. Charging time maximum 5 sec for 200J. 

10. Should have battery back up for 50 discharges 
of 200J. 

11. Should have ECG inputs through paddles or 
3 lead cables. 

12. Should have display for selected ECG in put 
source ( I, II, III paddles) 

13. Lead off message should appear with alert tone. 

14. Gain should be adjusted. 

15. Should have display for heart rate. 

16. Should have alarm for high and low HR. 

17. Should have an inbuilt thermal recorder. 

18. Should have enable/disable option for printer. 

19. Should supply internal defibrillation pad 2 bottle of 
jelly, 12 roll of thermal paper. 

20. Should supply three pairs of spare cables. 

21. Should operate on mains 230V, 50Hz. 

22. Should have safety certificate from a competent 
authority CE/FDA (US)/STQC CB Certificate/STQC 
S Certificate or valid detailed electrical and 
functional safety test report from ERTL Copy of 
the Certificate/test report shall be produced 
along with the technical bid. 

Schedule 

1. The period for which the rates to be in firm—One 
year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and for 
free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposits (One percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Govt. Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 


Last date and time of receipt of tender form— 
28-11-2013, 2.30 p. m. 

Opening date and time of tender—28-11-2013, 3 p.m. 

Tender forms will be sent through post if required 
provided due amount with sufficient Postage 
Charges ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 15-11-2013. 
No other form of remittance will be accepted. 
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12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal 
Address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 


15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification confirm to the 
requirements in the tender notification. 

17. Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. 

18. More details can be had from this office on 
working time. 


( 2 ) 

No. C8/17382/2013/MCT. 25th October 2013. 


Sealed competitive tenders in the prescribed 
performa are invited for the purchase of Video 
Thorocoscope (1 No.) required for the Professor & Plead 
Pulmonary Medicine Department, Government Medical 
College Hospital, Thiruvananthapuram. Tender should be 
superscribed. Tender Numbers and addressed 
to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 


Tender No.— 199/2013. 

Cost of tender form (Inclusive of VAT): 

Original—? 2,415. 

Duplicate—? 1,260. 

Last date and time for sale of tender form— 
27-11-2013, 3. p. m. 
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Specifications 


Distal End Outer Diameter 
Insertion tube Outer diameter 
Field of View 
Depth of field 
Angulations Range 


7.0 mm 

7.0 mm 

120 degree 

3-100mm 

Up 160 degree, 
Down-130 
degree 



Working length 

270 mm 

13. 

Tenders should bear the Signature and full Postal 

Total length 

520 mm 


address of the tenderers and witness wherever 

2.8 mm 

14. 

necessary. 

The undersigned reserves the right to reject any 

Channel inner Diameter 

High frequency compatibility 

YES 


tender wholly or partially without any prior 

Laser Compatibility 

YAG 810 mm 


information to the tenderers. 


diode 

15. 

Specifications of the items are given in the list. 

Accessories 


16. 

Negotiation will be made only with the firm offering 
lowest price whose specification confirm to the 

Trocar 

10 


requirements in the tender notification. 

Biopsy forceps 

3 

17. 

Tender will be opened in the presence of each of the 

Spray Catheter 

1 (Optional) 


tenderers or his authorized representatives who may 
present at the time. 

Coagulation Electrode 

1 (Optional) 

18. 

More details can be had from this office on working 


hours. 


Schedule 

The period for which the rates to be in firm— 
One year. 


Government Medical College, (Sd.) 

Thiruvananthapuram. Principal. 

TENDER EXTENSION NOTICES 


The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 


( 1 ) 

No. C2/4406/2013/DCT. 15th October 2013. 


Advance payments conditions will not be 
considered. 

Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

Earnest Money Deposits (One percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 


Sealed competitive tenders in the prescribed 
form are invited for the purchase of equipments for the 
various departments of Government Dental College 
Thiruvananthapuram for the year 2013-14. The envelopes 
containing the tender should bear the superscription 
“Tender No. 5/2013 for the supply of equipments (here 
mention name of equipment)” and should be addressed to 
“The Principal, Government Dental College, 
Thiruvananthapuram-11 ”. 

Last date of receipt of tenders will be 19-11-2013. 
Late tenders will not be accepted. The tenders will be 
opened at 3.30 p.m. on 19-11-2013 in the presence of 
such of the tenderers or their authorized representatives, 
who may be present at that time. 

Tender No.—5/2013. 

Cost of tender form : 

Original—? 700. 

Duplicate—? 350. 

Last date and time for sale of tender form— 

18- 11-2013, 3 p. m. 

Last date and time for receipt of tender form— 

19- 11-2013, 2 p. m. 


Tenders submitted with insufficient Earnest Money Date and time of opening of tender—19-11-2013, 

Deposit will not be entertained. 3.30 p. m. 


Belated tenders will not be considered under any 
circumstances. 

For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 


Intending tenderers may on application to the 
Principal, Government Dental College 
Thiruvananthapuram-11, obtain requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
shown above, which is the price fixed for a form and 




which is not refundable at any circumstances. The 
tender forms are not transferrable. Sale of tender forms 
will be closed at 3 p.m. on 18-11-2013. Cheques, Postage 
Stamps etc. will not be accepted towards the cost of 
forms, nor will the forms be sent by VPP. Duplicate tender 
forms, if required, will be issued by a cash remittance 
shown above per copy. Tender forms will be sent, if 
required, by post on payment of an additional amount of 
? 50 as postage charge in the form of Money Order. Last 
date of receipt of Money order is 11-11-2013 at 3 p.m. 
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( 2 ) 

No. C2/4407/2013/DCT. 15th October 2013. 

Sealed competitive tenders in the prescribed 
form are invited for the purchase of equipments for the 
various departments of Government Dental College, 
Thiruvananthapuram for the Year 2013-14. The envelopes 
containing the tender should bear the superscription 
“Tender No.6/2013 for the supply of equipments (here 
mention name of equipment)” and should be addressed to 
“The Principal, Government Dental College, 
Thiruvananthapuram- 11 ”. 

Last date of receipt of tenders will be 19-11-2013. 
Late tenders will not be accepted. The tenders will be 
opened at 3.30 p.m. on 19-11-2013 in the presence of 
such of the tenderers or their authorized representatives, 
who may be present at that time. 

Tender No.—6/2013. 

Cost of tender form : 

Original—? 700. 

Duplicate—? 350. 

Last date and time for sale of tender form— 

18- 11-2013, 3 p. m. 

Last date and time for receipt of tender form— 

19- 11-2013, 2 p. m. 

Date and time of opening of tender—19-11-2013, 
3.30 p. m. 

Intending tenderers may, on application 
to the Principal, Government Dental College, 
Thiruvananthapuram-11 , obtain requisite tender forms on 
which tenders should be submitted. Application for the 
tender form should be accompanied by a cash remittance 
shown above, which is the price fixed for a form and 
which is not refundable at any circumstances. The tender 
forms are not transferrable. Sale of tender forms will be 
closed at 3 p.m. on 18-11-2013. Cheques, Postage Stamps 
etc. will not be accepted towards the cost of forms, nor 
will the forms be sent by VPP. Duplicate tender forms, if 
required will be issued by a cash remittance shown 
above, per copy. Tender forms will be sent, if required, 
by post on payment of an additional amount of ? 50 as 
Postage Charge in the form of Money Order. Last date of 
receipt of Money Order is 11-11-2013 at 3 p.m. 
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Govt. Dental College, (Sd.) 

Thiruvananthapuram. Principal. 

SHORT TENDER NOTICE 

No. C3/18048/2013/MCK. 25th October 2013. 

Sealed tenders are invited for concluding rate 
contract for the supply of the following Medical 
Gases required for the hospitals attached to Govt. Medical 
College, Kottayam for a period of one year from the date 
which will be specified in the order. 


Name of Gas Cylinder Capacity 

1 Medical Oxygen I.P. Grade : 7.1, 7.0, 0.727 and 1.5 

Cu. Meter or any other 
volume. 

2 Nitrous Oxide I. P. Grade : Bulk and small 

3 Liquid Oxygen : Various quantities 

Rate quoted should be for each unit of the said 
speification. Rates should be quoted separately for 
price of Gas filled in Cylinder inclusive of all taxes at the 
Store/Godown of Tenderer ( Location should be specified) 
and for transportation ( to and fro) from the Store/ 
Godown to the Hospital at Gandhinagar, Kottayam 
including charges for loading and unloading (i.e. door 
delivery). Rates for repair, charges of valves etc. should 
also be quoted separately. The tenders ( in original) 
should be signed and superscribed on the envelope as 
“ Tender No. C3/18048/2013/MCK, Medical Gases and 
addressed to the Principal, Medical College, Kottayam - 8. 
So as to reach on or before 20-11-2013, 1. p. m. The tender 
received after the notified time will not be entertained. 
The duly filled up tenders with Earnest Money Deposit 
? 35,000 will be opened on 20-11-2013 at 2.30 p.m. 
in the presence of such of the tenderers or their 
authorized representatives who may present at that time. 
If the date of opening happens to be holiday, tenders 
will be opened on the next working day. The rate offered 
should be inclusive of all taxes and F .0. R destination 
and stable during the period of contract. 

The prescribed tender forms can be had from this 
office on direct cash remittance of ? 5,568 (including 
taxes) for original and ? 2,784 (including taxes) for 
duplicate. If the form is required by post ? 40 towards 
postal charges also be added to the Money Order 
E.M.D. ? 35,000. No other modes of remittance will be 
allowed. Cost of tender forms will not be refunded. 
Sales of forms will be closed on 20-11-2013, 11. a.m. 
Money Order will be entertained only up to 11-11-2013. 
Further details can be had from the office during working 
hours. The Principal has the right to reject any tender 
partly or wholly assigning any reason. 

G<0>O§(®o 61 2) CUll C061 (38 G <0,0 Gg S3l 610l3 <0>1‘PlfilJgg 
(313)aajoJL®il<a>g1ro3 (5106UP raJOOlIJo cnluio 612) cull <061(58 UI^OOTJ 
63(3 J (U(3o3d G(5151<061 ((5l1(D)(5>1 CIUciJ6>g 63 0 (3 CU1 Ol (53 

(nij£dl<T_|1<06ij(ni(3iO6rh.) cnioJ6ig 6i£Li<3gjcm«5ilai Gcn>ocm(3i toss 
curalraS chlmrijo 2)jL3cu<2j 3(3^eiocnij<0>u8 <0&i6nriliq)6i<0,OB3)cni). 


a^oanS 6 DOD 0 

(ni1eil6n6(3 (sregcu 

1 612)(U)1c961(38 63O<0icnjlS3O3 

cnileil6ne(3 <0,a_|ocn51g1 

61n0. Ml. G(.COOJD 

7.0, 7.1, 0.727, 1.5 <ft>jjj.2)1 

2 616iai(S(T1J 61a®. nil. GLUIOJD 

QJ&JJ®), 6)nK)ld) 

3 fiil<ft>l1cu) 63O<0CnilgSO3 

ailailcjD (3i3gm1(38 


crilraraiiGai^o—? 35,000 








3(3<i£J0am (8a£l 00(515)1670$ Oj|£1 (cn1ca>JR5>ICQ)Sc86)o) : 

67dlSi1d7(53-? 5,568 

CU)Unil(Sc0S)O-? 2,784 

6V> O ’ 

i26m1cB0Q)O(3cu)(3 cruj“lca>o 1 c 0 €)jcm rareaiouocn (diIoqhdiI— 

11-11-2013. 

H^deiocru Canooo aj1ro3<flS)j(rn raraaiouoo) csiloarailoQ^o 

OUfflCSJCllJo-20-11-2013, 11 2)61771. 

G^aejocru GaDODo eje1(s<ss)6n§ rareaiouoo) ra/tora/lco^o 

(TUI2KDKUJO-20-11-2013, 1 2)617)1. 

BcS^eiocru cmjOcesijanD railasrato^o (ruatniaijo— 20 - 11 - 2013 , 

2.30 2161371. 

colfflcoffl a®ejo cn1cft)2®7l<ft)gjo raracsxsi rarejaojciJirailcaglraS 
cruocDcno n(j)(5i5)1ec96)6ng(5)1o73gg 2 igj 6)njejajjca>a3 raresceeio 
63(Pi 61515)(5)Jo mlo ij«57J210<S2) (TOl £)16TB OJ <ft>(/3 (5)®o (5)1®1^|J 

<&06m1(M6)6ri3(0)06n3. 

ailaaraculaifflo 6)S6n§(3 ecii)02)1(80306)SOo : |o eje^ 2 ) 06 ir). 
(Dlejaileijgg a<j)£iO 6)S6r73(3 07lc®2)6313gJo §707 6)S6T730l07Jo 
617J0U)<ft>2106117. c&.JSJ(5)(53 CUl(Uffl6313a3 6D77 630n£)1Ol)1(58 OOlcmjo 
(ruaidirais)! r3laioi)63i3g1(53 rareotooaijcnDraioern. 

l3(8<iei0<TW n_l(.(5)o (5) nJ 0 eil (53 £1 (§1 G c96) 6173 Ol (3 ? 40 

c&ijsjraiejooQfl (3ra<s2)cfficsc86)6n§ra706TT). (.onoadg, GnJoararaS 630(3 ojl>( 3, 
67uJc06) 2)J(5)£J0(X2> ®1(5)1<!Q>l£JJgg 6DSoJOSJ<ft>«3 07)l1<ft>ffl1d36)J077(5)£J. 

Government Medical College, (Sd.) 

Gandhinagar P. O., Kottayam. Principal. 

TENDER EXTENSION NOTICE 

No. C1-11655/2013/MCTCR. 24th October 2013. 

The last date fixed for the receipt of the following 
tenders have been extended as per the schedule noted 
again each tender to Government Medical College, 
Thrissur. Other terms and conditions remain same. 

Schedule 

SI. Tender No. and Name of the 

No. Name of the Department 

Equipment 

1 10/2013-14/MCTCR—Video Assisted Pulmonary 

semi Flexible Medical Thoroscope Medicine 

2 12/2013-14/MCTCR—Karyotyping Anatomy 

working station 

3 19/2013-14/MCTCR—Double Lumen Anaesthesiology 
catheters 

4 21/2013-14/MCTCR—Rae oral and Anaesthesiology 
nasal tubes 

5 39/2013-14/MCTCR—ENT OPD Unit ENT 

6 43/2013-14/MCTCR—Myoma Morcellator O & G 
(1 No.) 

7 47/2013-14/MCTCR—Portable colour Anaeathesiology 
Doppler (1 No.) 


Cost of tender form : 

Original—? 3,045 for SI. No. 1 ? 1,890 for 

SI. No. 2, ? 1,050 for SI. Nos. 3, 4, 5, ? 1,365 for 

SI. No. 6 and ? 2,205 for SI. No. 7. 

Duplicate— ? 1,523 for SI. No. 1 ? 945 for 

SI. No. 2, ? 525 for SI. Nos. 3, 4, 5, ? 715 for 

SI. No. 6 and ? 1,103 for SI. No. 7. 

Closing date and time of tender sale by M.O.— 
11-11-2013, 4 p. m. 

Closing date and time of tender sale by cash— 

20- 11-2013, 4 p. m. 

Last date and time for receipt of sealed tender— 

21- 11-2013, 1 p. m. 

Opening date and time of tender—21-11-2013, 
3 p. m. 

The tender forms and further details can be had 
from the office of the Principal, Govt. Medical College, 
Thrissur-680 596. Those who wish to get the tender form 
by post should send ? 50 extra by Money Order towards 
postage for each tender. 
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Government Medical College, (Sd.) 

Thrissur. Principal. 

TENDER NOTICE 

No. C1-5636/2013/MCTCR. 21st October 2013. 

Sealed competitive tenders in the prescribed forms 
are invited for the supply of following items required for 
Medical College, Thrissur as per the schedule noted 
against each tender. 


Schedule 


SI. Tender No. and 

No. Name of the 

Equipment 

Name of the 
Department 

1 49/2013-14/MCTCR—Stone punch 
with 0° telescope (1 No.) 

Urology 

2 50/2013-14/MCTCR—Slit Lamp (1 No.) Ophthalmology 

3 51/2013-14/MCTCR—TSH (Elisa) 

Biochemistry 

4 52/2013-14/MCTCR—FT3 (Elisa) 

?5 

5 53/2013-14/MCTCR—FT4 (Elisa) 

?5 

6 54/2013-14/MCTCR—Reagents 

Pathology 

Cost of tender form : 


Original—? 525 for SI. No. 1, ? 420 
? 1,050 for SI. Nos. 3, 4, 5, ? 840 for 

for SI. No. 2, 
SI. No. 6. 


Duplicate— ? 263 for SI. No. 1, ? 210 for SI. No. 2, 
? 525 for SI. Nos. 3, 4, 5, ? 420 for SI. No. 6. 


Closing date and time of tender sale by M.O.— 
16-11-2013, 4 p. m. 

Closing date and time of tender sale by cash— 
25-11-2013, 4 p. m. 


Last date and time for receipt of sealed tender— 
26-11-2013, 1 p. m. 

Opening date and time of tender—26-11-2013, 
2.30 p. m. 

The tender forms and further details such as 
specification & general conditions etc. can be had from 
the office of the Principal, Govt. Medical College, 
Thrissur-680 596. Those who wish to get the tender form 
by post should send ? 50 extra by Money Order towards 
postage for each tender. 
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Government Medical College, (Sd.) 

Thrissur. Principal. 









RE-TENDER NOTICE 


No. S1/5159/2013/HDS. 18th October 2013. 

Sealed tenders in the prescribed form are invited for 
the supply of the following items to Medical College 
Hospital, Kozhikode. 

Tender No. and Name of Item—S1/5159/13/ 
HDS—SQL Standard Edition (Latest Edition). 

Estimated Cost—? 1,25,000. 

EMD—1%. 

Cost of tender form—? 454. 

Superscription tender No. should be specifically 
noted as—S1/5159/13/HDS. 

Last date and time of close of sale of tender forms— 

26- 11-2013, 3 p. m. 

Last date and time for receipt of tender—27-11-2013, 
5 p. m. 

Date and time for opening tender—28-11-2013, 
12 Noon. 

Date up to which the rates are to be firm— 
28-2 -2014. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent— The 
Superintendent, Medical College Hospital, Calicut. 
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6is6nec8 c&>1(s§6ne raracucruoaD ra/loaKoiltnijo cruacffiaijo— 

27- 11-2013, 5 216ml. 

qsstb( 3 «njo<ss)janD roil cm roil wjo crofflajxujo— 

28- 11-2013, 12 216ml 

6)S6neo1®S aJO<S2)J(m CT)I(8<06>2(&iO 3 LtU6TUei^G5T5)lejlffllec9S)6n§ 

(maaicruocn as/loaxsjl— 28 - 2 - 2014 . 

6)S(l3CU)(3 (SnOOOo (ftfl § J (TO (5)1 0) J o nJJffllajliy 

{fflracn)CQ)(So06)6n§(5)j2iO(m culeiocruo—crujLnJsns, 6>2KU)1<e6><o8 
(BcftiOGgeS (3T3)UajaJ(.®>l» e<ft>O(Pl(St0S)OS. 


Govt. Medical College Hospital, 
Kozhikode. Superintendent. 


(Sd.) 


